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120 , 220 , 
240 VOLT 
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lOOV POWER LINE 


RECENT OBSOLETE 

WITH WITH 

lOOV FAN laOV FAN 


ALL RESISTORS ARE IN OHMS. 1/4W BX UNLESS OTHERWISE SPECIFIED. 
ALL CAPACITORS ARE IN MICROFARADS UNLESS OTHERWISE SPECIFIED. 

J3 CONNECTION IS THE SAME CONNECTION AS J 
AND J4 ON THE PIP INTERCONNECT BOARD. 

THIS SCHEMATIC APPLIES TO BOARD 06260C4. 

SORTED FOR LOW NOISE. 

FOR COMPONENT VALUES WHICH VARY, SEE CHART. 

ALL DIODES ABE TYPE 1N414B UNLESS OTHERWISE SPECIFIED. 
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